ST.  FRANCIS  D'ASSISI  MISSION 
Ranches  De  Taos,  N.M. 

Founded  in  1772,  and  still  serving  the  quaint  farm- 
ing village  of  Ranchos  de  Taos.  The  Oldest  Church 
in   continuous   service   in   the   United  States. 
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